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‘GOSS High Speed Low-Construction Unit Type-Quadruple Press, No. 151C 


With Two Folders 


CAPACITY — WEIGHT— 
72,000 per hour, four, six or eight page papers. 86,000 pounds; boxed, 96,000 pounds. 
36.000 h ——" — Horsepower, 50. 
000 per hour, ten, twelve, fourteen or sixteen SIZE— 


aed ie 24 ft. 8 in. length of press foundation; 
18,000 per hour, twenty, twenty-four, twenty-eight 29 ft. 6 in. length over 2nd paper roll; 
or thirty-two page papers. 8 ft. 6 in. wide; 8 ft. 9 in. high. 
Patented and Manufactured by 
THE GOSS PRINTING PRESS COMPANY 
NEW YORK CITY 


Nicene Main Office and Factory, 1535 So. Paulina St., CHICAGO 220 Wen Forty Second Street 
THE GOSS PRINTING PRESS CO., OF ENGLAND, LTD., LONDON 
JOHN D. MORGAN 


T4 TRINITY PLACE 
NEW YORK 


